BILL NO. S-70-08-// 


SPECIAL ORDINANCE NO. S- ^ 


AN ORDINANCE approving a contract with GENERAL 
ELECTRIC COMPANY for one set Supervisory Control 
Equipment for the Power Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. A certain contract approved August 5, 1970,. 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and GENERAL ELECTRIC COMPANY, for; 


One set Supervisory Control Equipment, 
for the Power Plant, 


for a total cost of $58,200.00, all as more particularly set 


forth on CITY UTILITIES PURCHASE ORDER NO.. 3213, which is by 


reference incorporated herein and made part hereof, is hereby in 


all things ratified, confirmed and approved. 


SECTION 2 . This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 




Read the first time in full and on motion by ^ — seconded by 

t . £ / and duly adopted, read the second time by title and referred 



to the (Committee on) 




the_ 


Ghamber s, City 
dray o f — 


^j^dJ^bl-f c^Hearlri g to b_e_. 

i, Indiana, on 


je-y 


- 19.6 


_a±_ 


-o '-clock 


-I'-rMTT-^'rSTT-: 

Date: i / - 7 €> 






City Clerk 


Read the third time in full and on motion by _____ 

seconded by r--~ i an ^ duly adopted, placed on its passage. 

Passed (±©ST) by the following vote: 


AYES i_, NAYS & , 

Adams ^ 

Dunifon t ""' 

Fay 

Geake _____ 

Nucko 1 s 

Robinson 

Rousseau 

SteiRerwald is_ 

Tipton ^ 

Date ~ >l'7s 


ABSTAINED _ 3 ABSENT 3 to -wit: 




7 




City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(Special) (A^prepriafciand Ordinance CReso-lution)- Mo P ■ : 2 7p 





tA 


,/ Prpsidin & Of 

Mayor of the City of Fort Wayne, Indiana, on the >- C- 

, 196 Te> at the hour of iv o'clock ff -M . yE . g>. T 

City Clerk 


day 


Approved and signed by me this SL i day of 


at the hour of / o t/3 o'clock /V ,M« ,E.S .T. 


„ C: -lit d:ck ... , 


19 ^_ 




Mayor 


S- 70-08-11 


4 

Bj.ll No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 9 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with GENERAL ELECTRIC COMPANY for one set Supervisory 

Control Equipment for the Power Plant, ___________ 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance _________ PASS. 


WIT, LIAM K. GEAKE. Chairman 


JACK K. DTMIFON. Veic-Chairman 


CF1LTA ANN FAY 


JQm-jnCKQLS_ 





